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Guiseley  Urban  District  Council 


Mr.  Chairman  and  Gentlemen, 

I beg  to  lay  before  you  my  Report  on  the  health  and  sanitary 
conditions  of  the  district  for  the  year  1925,  being  the  forty-third 
Annual  Report  I have  had  the  honour  of  presenting.  Although  the 
Ministry  of  Health  asked  for  only  abridged  Reports  for  the  years 
1921,  1922,  1923  and  1924,  in  order  not  to  break  the  sequence  of 
Reports  1 submitted  a detailed  one  each  year. 

The  geological  formation  of  the  district  is  principally  sandstone 
associated  with  millstone  grit,  there  is  a considerable  amount  of 
fissured  rock  which  allows  of  the  natural  drainage  of  subsoil  water. 
Part  of  the  district  is  hilly,  and  there  is  little  timber.  It  is  mostly 
an  industrial  area,  textile,  including  woollens,  hosiery,  and  leather, 
dyeing,  boots,  along  with  engineering  and  electric  motor  engineer- 
ing. The  district  is  also  being  opened  out  as  a residential  area. 
Work  in  all  trades  except  building  has  been  below  the  average,  yet 
owing  to  unemployment  pay  there  has  been  no  want,  in  spite  of  the 
great  increase  in  the  cost  of  commodities  ; for  the  same  reason  the 
amount  of  Poor  Law  Relief  distributed  is  small. 

The  months  of  January  and  February  were  mild  and  wet,  a fine 
summer  June  having  no  rain  and  more  sunshine  than  on  record, 
being  the  first  June  for  83  years  to  have  no  rain.  November  and 
December  experienced  heavy  falls  of  snow,  with  extreme  cold  and 
high  winds. 

The  area  of  the  Township  is  1,555  acres,  the  population  at  the 
1921  census  5,353,  the  number  of  inhabited  houses  1,275,  giving  an 
average  number  of  persons  per  inhabited  house  of  4.18,  against  4.28 
in  1911,  and  4.51  in  1901.  The  estimated  population  for  1924  I made 
5,450,  that  of  the  Registrar-General  was  5,474  ; my  estimate  for  1925 
is  5,540.  The  nett  assessable  rateable  value  is  £33,973  10s.  0d.,  the 
County  Rate  5/-.,  and  the  District  Rate  6/-  in  the  pound.  A penny 
rate  produces  £133.  There  are  two  Public  Elementary  Schools,  each 
with  three  departments,  and  a.  Smallpox  Hospital. 

The  following  new  property  has  been  assessed  during  the  year  : 
Electric  Cables,  Yorkshire  Electric  Power  Co.,  addition  Jas.  Harrison 
and  Co.,  Garage,  Hawksworth  Avenue,  Petrol  Storage,  Barrett 
Street,  Garage,  Ings  Lane,  addition  to  Springhead  Mills,  lock-up 
shops,  offices  and  garages  Richmond  Buildings,  Bungalow,  Otley 
Road,  two  Bungalows  and  six  houses.  Back  Lane,  Builder’s  Yard, 
Station  Road,  Caravan,  Greenbottom,  six  houses,  Netherfield  Road, 
nine  houses,  Ashtofts  Mount,  three  houses,  Ings  Lane,  Garage,  Ox- 
ford Road,  one  hut.  Chevin  End,  New  Ings  Hotel,  lock-up  shop, 
Netherfield  Road,  Waterworks  Office,  The  Green,  now  used  as  a 
dwelling-house,  one  house,  Chevin  End,  now  part  of  Chevin  Inn. 


On  December  31st,  there  were  1,326  houses  occupied  and  19  unoc- 
cupied, against  1,306  and  9 respectively  December  31st,  1924.  Thirty- 
four  of  the  houses  are  back-to-back. 

During  the  year  there  were  registered  in  the  district  74  births, 
39  males  and  35  females,  against  91  last  year,  to  which  are  to  be 
added  1 male  and  2 females  occurring  outside  the  district  but  be- 
longing thereto,  making  a total  of  77,  40  males  and  37  females,  and 
giving  a birth  rate  of  13.89  per  thousand,  against  17.61  for  last  year. 
From  1884  to  1898  the  average  rate  was  30.  One  birth  was  illegiti- 
mate. First  quarter  19,  second  17,  third  19,  fourth  22. 

The  number  of  deaths  registered  in  the  district  was  48,  23  males 
and  25  females,  to  which  are  to  be  added  8,  5 males  and  3 females, 
occurring  outside  the  district  but  belonging  thereto,  and  deducted  1 
male  and  1 female  occurring  in  the  district  but  not  belonging  there- 
to, giving  a nett  number  of  54,  27  males  and  27  females,  the  death 
rate  being  9.74  per  thousand,  against  14.31  last  year.  First  quarter 
20,  second  16,  third  7,  fourth  11. 

Five  deaths  of  children  under  one  year  of  age  occurred,  giving 
an  Infantile  Mortality  per  1,000  births  of  64.93,  against  104.1  last 
year.  There  were  no  deaths  of  illegitimate  children.  Two  of  the 
deaths  were  due  to  Premature  Birth. 

Of  deaths  due  to  the  Principal  Epidemic  Diseases  there  was  1, 
Whooping  Cough,  giving  a Zymotic  Death  Rate  of  0.18  per  thousand, 
against  0.55  last  year. 

Of  deaths  due  to  Phthisis  there  were  3,  giving  a rate  of  0.54  par 
Thousand,  against  1.83  last  year. 

Twenty -five  of  the  deaths  were  respectively  78,  72,  80,  92,  75,  71, 
71,  74,  84,  86,  81,  76,  72,  72,  78,  71,  70,  76,  75,  80,  85,  76,  73,  78,  76. 

Five  inquests  were  held,  and  one  death  was  uncertified. 
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Deaths  According  to  Age. 


Under 
i year  I 

Over  i 
under  2 

Over  2 
under  5 

Over  5 
under  15 

Over  15 
under  25  1 

Over  25 
under  45 

Over  45 
under  65 

Over  65 

0 

0 

i 

2 

10 

35 

Infantile  Mortality. 


Under 

Over  1 

Over  2 

Over  3 

Over  1 month 

Over  3 

Over  6 

Over  9 

1 week 

under  2 

under  3 

under  4 

under  3 

under  6 

under  9 

under  12 

3 

0 

0 

0 

1 

0 

1 

0 

Cause  of  Death. 

Whooping  Cough  1 

Influenza  1 

Phthisis  3 

Bronchitis  8 

Pneumonia  2 

Disease  of  the  Heart  3 

Disease  of  the  Kidney  3 


Disease  of  the  Brain  8 

Disease  of  the  Stomach  1 

Disease  of  the  Intestines  1 

Cancer  8 

Arterio  Sclerosis  2 

Carbuncle  1 

Gangrene  1 

Premature  Birth  2 

Accident  5 

Suicide  1 

Old  Age  3 


Total 


54 


Table  of  Rates.  1886—1925, 


Year 

i 

Pop 

Births 

Rate 

Deaths 
under 
one  year 

Rate  per 
I, woo 
births 

Deaths 

Rate 

Phthisis 

death 

rate 

Zymotic 

death 

rate 

1886 

3965 

127 

32.4 

17 

133 

i 65 

16.6 

1887 

4000 

121 

32.7 

29 

221 

74 

18.5 

— 

— 

1888 

4000 

121 

26.2 

15 

124 

64 

16.0 

— 

— 

1889 

4050 

121 

24.3 

13 

107 

72 

17.8 

— 

— 

1890 

4050 

113 

27.9 

20 

176 

94 

23.2 

— 

— 

1891 

4079 

125 

30.6 

15 

120 

74 

18.1 

1.20 

3.1 

1892 

4100 

106 

25.8 

14 

132 

70 

17.07 

1.95 

0.48 

1893 

4100 

132 

32.9 

11 

83 

1 77 

18.78 

2.19 

0.24 

1894 

4200 

130 

31.4 

14 

106 

1 67 

15.9 

0.95 

0.95 

1895 

4350 

141 

32.41 

25 

177 

71 

16.31 

0.46 

1.83 

1896 

4500 

128 

28.44 

2] 

160 

65 

14.44 

1.77 

1.71 

1897 

4550 

139 

30.54 

20 

143 

64 

14.06 

1.31 

1.31 

1898 

4800 

148 

30.83 

23 

155 

1 79 

16.45 

0.53 

2.08 

1899 

4750 

151 

31.78 

10 

66 

56 

11.79 

1.05 

0.63 

1900 

4850 

124 

| 25.56 

8 

60 

71 

14.63 

1.44 

1.64 

1901 

4850 

106 

23.24 

8 

75.4 

63 

13.81 

0.87 

1.73 

1902 

4650 

123 

26.45 

1 11 

89.4 

79 

16.98 

1.50 

1.72 

1903 

4690 

112 

! 23.88 

15 

133.9 

i 74 

15.77 

1.89 

0.20 

1904 

4720 

102 

21.60 

7 

68.6 

68 

14.40 

1.68 

1.27 

1905; 

4950 

103 

20.80 

8 

77.6 

52 

10.50 

0.40 

0.40 

1906 

5006 

109 

21.77 

8 

73.3 

69 

13.78 

1.59 

1.59 

1907  1 

1 5100 

TOO 

79.67 

8 

80.0 

63 

12.35 

0.98 

0.39 

1908- 

5160 

114 

22.09 

15 

131.5 

68 

13.17 

1.34 

1.16 

1909  : 

5060 

102 

20.15 

6 

58.8 

63 

12.45 

1.38 

0.59 

1910  : 

5250 

91 

17.23 

5 

55.2 

54 

10.28 

0.38 

0.38 

1911 

4950 

102 

20.60 

18 

176.4 

75 

15.15 

1.61 

1.81 

1912  : 

5180 

103 

19.88 

10 

97.0 

67 

12.93 

0.96 

0.38 

1913 

5230 

107 

20.45 

8 

74.7  : 

64 

12.23 

0.95 

1.14 

1914  , 

5300 

88  . 

16.60 

1 8 

90.9 

59 

11.13 

0.18 

0.18 

1915 

*5060 

86 

17.00 

8 

93.0 

61 

12.05 

. 0.59 

0.98 

1916 

a4910 

99 

20.16 

4 

40.4 

53 

10.79 

0.40 

0.98 

1917 

64780 

69 

14.43 

6 

86.9 

64 

13.38 

0.83 

0.20 

1918 

r4780 

64 

13.80  1 

7 

109.3 

82 

17.15 

1.88 

2.09 

1919 

x5340 

57 

10.67 

2 

35.0 

78 

14.61 

1.88 

0.18 

1920 

5364 

119 

22.03 

7 

58.8 

48 

8.88 

0.55 

0.18 

1921 

5353 

92 

18.09 

5 

51.6 

60 

11.76 

0.74 

0.55 

1922  ! 

5340 

87 

16.29 

4 

45.9 

65 

12.13 

0.93 

0.00 

1923 

5420  1 

94 

17.52 

8 

82.9 

61 

11.25 

0.36 

0.00 

1924 

5450  1 

96 

17.61 

10 

104.1 

78 

14.31 

1.83 

0.55 

1925 

5540 

1 

77 

13.89 

K 

64.9 

54 

9.74 

0.54 

0.18 

* Being  5360,  less  300  males  away  on  Military 

a Being  5360,  less  450  males  away  on  Military 

b Being  5380,  less  600  males  away  on  Military 

c Being  5380,  less  600  males  away  on  Military 

x Being  5370,  less  30  males  away  on  Military 


Service. 

Service. 

Service. 

Service. 

Service. 
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Sixteen  cases  of  Notifiable  Diseases  were  reported,  against  38 
last  year,  viz..  Scarlet  Fever  9,  Pneumonia  4,  Erysipelas  2,  Tuber- 
cular Disease  of  the  Kidney  1. 

Nine  cases  were  removed  to  Hospital. 

The  cost  of  the  Hospital  Treatment  for  the  year  ending  31st 
March,  1925,  was  : General  Expenses  Account,  £538  5s.  Od.  ; Patients’ 
Maintenance  Account,  £52  15s.  Od.  Twelve  cases  were  admitted 
during  that  period. 


Notifications. 


Under 
i year 

Over  i 
Under  5 

Overs 
U’er  15 

Over  15 
U’er  25 

] Over  2s 
U'er  45 

Over  45  Over 
U’er  651  65 

1 

Total 

Scarlet  Fever  ... 

. 0 

1 

5 

O 

«_> 

0 

0 

0 

9 

Diphtheria  

. 0 

0 

0 

0 

0 

0 

0 

0 

Typhoid  Fever 

. 0 

0 

0 

0 

0 

0 

0 

0 

Erysipelas  

. 0 

0 

0 

1 

1 

0 

0 

2 

Pneumonia  

. 0 

0 

1 

0 

1 

9 

0 

4 

Phthisis  

. 0 

0 

0 

0 

0 

0 

0 

0 

Other  Tubercular 
Disease 

s 0 

0 

0 

1 

0 

0 

0 

1 

Total  

. 0 

1 

6 

5 

2 

2 

0 

16 

Notifications. 

Female,  23.  Mount  Pleasant.  Scarlet  Fever.  Hospital. 
Female,  9.  Wells  Road.  Scarlet  Fever.  Hospital. 

Female,  10.  Cassfleld.  Scarlet  Fever.  Hospital. 

Female,  48.  Union  Street.  Pneumonia. 

Female,  40.  Springbank  Terrace.  Erysipelas. 

Male,  3.  Cassfleld.  Scarlet  Fever.  Hospital. 

Same  house  as  case  on  February  3rd. 

Female,  13.  Ashtofts.  Scarlet  Fever.  Hospital. 

Female,  21.  Land  Lane.  Erysipelas. 

Female,  15.  Ashtofts.  Scarlet  Fever.  Hospital. 

Male,  50.  Otley  Road.  Pneumonia. 

Male,  10.  Low  Fold.  Scarlet  Fever.  Hospital. 

Female,  5.  Cassfleld.  Scarlet  Fever.  Hospital. 

Same  house  as  the  cases  on  Feb.  3rd  and  April  3rd. 

June  27.  Female,  10.  Kellcliffe.  Scarlet  Fever.  Hospital. 

July  18.  Male.  17.  Cavendish  Road.  Tubercular  Disease  of 
Kidneys. 

Nov.  5.  Female,  26.  Ings  Lane.  Pneumonia. 

Dec.  30.  Male,  8.  The  Green.  Pneumonia. 

One  of  the  cases  was  between  the  ages  of  3 and  4,  two  between  5 
and  10,  five  between  10  and  15,  two  between  15  and  20,  three  between 
20  and  35,  and  three  between  45  and  65. 

The  death  from  Whooping  Cough  was  that  of  a female  aged  one 
year.  The  deaths  from  Phthisis  were  : March  12th,  female  aged  48  ; 
April  27th,  female  aged  47  ; November  28th,  male  aged  37. 


Jan.  5. 
Jan.  27. 
Feb.  3. 
Feb.  16. 
April  2. 

o 


,,  6. 
,,  8. 
,,  10. 
.,  21. 
.,  25. 
May  30. 
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Measles. 

During  April  and  May  were  prevalent,  but  not  of  a severe  type. 
The  outbreak  was  associated  with  the  Infant  Department  of  the 
Church  Schools,  which  was  closed  from  April  27th  till  May  11th  ; 
children  under  nine  years  of  age  were  also  excluded  for  two  Sun- 
days from  the  Church,  Primitive  and  Baptist  Sunday  Schools. 
There  were  no  deaths.  The  last  fatal  case  occurred  in  1918. 

Chicken  Pox. 

An  outbreak  occurred  during  February  and  again  in  May,  and 
December. 


influenza. 

A sharp  outbreak  occurred  in  March  and  April  ; it  was  not  of  a 
serious  character,  but  one  death  occurred. 

Scarlet  Fever. 

Nine  cases  were  reported,  against  eight  last  year.  The  attack 
rate  of  the  population  was  1.62  per  thousand.  There  were  no  deaths. 
The  first  occurred  January  6th  at  Mount  Pleasant ; the  second  Jan. 
27th,  Wells  Road  ; the  third  February  3rd,  Cassfield  ; the  fourth  April 
3rd,  Cassfield  ; the  fifth  April  3rd,  Ashtofts  ; the  sixth  April  10th,  Ash- 
tofts  ; the  seventh  April  25th,  Lowfold;  the  eighth  May  30th,  Cass- 
field ; and  the  ninth,  June  27th,  Kellcliffe.  Three  cases  occurred  in 
one  house  in  Cassfield,  two  in  one  house  in  Ashtofts,  and  four  in 
separate  houses.  All  were  removed  to  Hospital.  During  the  last 
eleven  years  the  number  of  cases  reported  was  89  ; and  the  last  death 
occurred  in  1923. 

Diphtheria. 

No  case  was  notified.  During  the  last  eleven  years  the  number 
of  cases  reported  was  67,  and  the  last  death  occurred  in  1919. 

Typhoid  Fever. 

No  case  was  notified.  During  the  last  eleven  years  the  number 
of  cases  reported  was  15,  and  the  last  death  occurred  in  1921. 

Whooping  Cough. 

A few  cases  occurred  during  November  and  December.  One 
death  occurred. 

Tubercular  Disease. 

No  case  of  Phthisis  and  one  case  of  Tubercular  Disease  of  the 
Kidney  were  reported,  against  9 cases  of  Phthisis  and  1 of  Other 
Tubercular  Diseases  last  year.  One  person  underwent  treatment  at 
the  County  Sanatorium.  There  were  3 deaths,  giving  a rate  of  0.54 
per  thousand.  Notification  of  the  disease  in  the  district  is  satisfac- 
tory. The  County  Council  provide  Institutional  Treatment  ; a Tuber- 
culosis Dispensary  with  nurse  and  two  beds  is  established  at  Otley, 
and  a Branch  Dispensary  is  open  one  day  a week  at  Guiseley.  No 
cases  of  Tuberculosis  in  cattle  were  discovered  ; arrangements  exist 
for  the  examination  of  suspected  cattle  by  a veterinary  surgeon,  and 
I examined  the  slaughtered  beasts  each  week. 
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General  and  Maternity  Hospitals  are  available  in  Leeds  and 
Bradford,  and  Isolation  and  Smallpox  Hospitals  provided  by  the 
Wharf edale  Joint  Isolation  Hospital  Board,  the  former  in  the  Wharf  e- 
dale  Rural  Area  and  the  latter  in  this  area.  An  ambulance  for  in- 
fectious cases  is  stationed  at  the  Hospital,  and  one  for  general  use 
in  Guiseley.  There  is  one  District  Nurse  working  under  a Com- 
mittee. and  one  County  Nurse  doing  public  health  and  school  work, 
one  Certified  Midwife  and  an  Infants’  Clinic  at  Yeadon.  Mr.  Battye, 
the  Sanitary  Inspector,  also  acts  as  Surveyor. 

Water  Supplies. 

During  1923  the  undertaking  of  the  Guiseley  Water  Company  was 
transferred  to  the  Council,  an  Enquiry  by  the  Ministry  of  Health 
having  been  held  July  4th,  1922.  The  present  sources  of  supply  are  : 
(1)  from  drifts  leading  into  the  reservoir,  Moor  Land;  (2)  drifts 
under  Moor  Lane  ; (3)  the  Yeadon  Water  Company,  whose  mains 
pass  through  the  town.  This  water  is  plumbo-solvent,  the  gathering 
ground  being  Rombalds  Moor,  but  is  treated  with  lime  before  dis- 
tribution. In  order  to  augment  the  supply,  deep  boring  operations 
on  the  Moor  have  been  completed,  and  water  found  ; engine  and 
pump  have  been  provided,  mains  partly  laid,  and  work  on  the  reser- 
voir well  in  hand,  which,  when  completed,  will  render  the  supply 
available  for  use.  Of  the  1,345  houses  in  the  township,  1,287  are  on 
the  public  supply,  15  at  Ghylroyd  are  supplied  by  the  owner,  4 at 
Chevin  End  from  the  Menston  Works,  and  the  remainder,  mostly  in 
the  outlying  parts  of  the  district,  from  private  wells  and  springs. 
In  addition  to  the  houses,  the  following  are  on  the  public  supply  : 
One  church,  three  chapels,  five  clubs,  the  Town  Halt,  two  banks, 
five  factories,  two  schools,  the  Drill  Hall,  Picture  Palace,  Tramway 
Depot,  and  two  public  urinals.  There  are  606  water  closets  and  371 
baths.  There  was  no  shortage  during  the  year.  The  following  ex- 
tensions were  completed  : — 293  yards  Netherfield  Road  ; 84  yards 
Renton  Avenue  ; and  68  yards  of  2-inch  main  replaced  by  3-inch  in 
Gill  Square. 

Sewage  Disposal. 

There  are  in  the  district  606  water  closets,  227  covered  middens, 
sanitary  dustbins,  425,  fixed  receptacles  for  ashes,  etc.,  161,  and  10 
open  middens,  mostly  connected  with  farm  houses.  The  scavenging 
is  let  by  contract  at  1/7  per  hour  for  horse  and  man,  and  14/-  per 
day,  for  the  west  end  of  the  town,  supplemented  by  the  Council’s 
staff.  The  work  has  been  carried  out  satisfactorily,  2,900  loads  hav- 
ing been  dealt  with.  The  refuse  cart  goes  round  periodically,  dry 
refuse  and  rubbish  being  removed  to  the  destructor.  The  gullies 
are  regularly  attended  to  by  the  Council’s  men,  dust  laid  by  the 
water-cart,  and  snow  promptly  removed.  The  town  is  efficiently 
sewered  with  sanitary  socketted  pipes  ventilated  by  shafts  ; they 
have  a good  fall  to  the  sewage  works,  about  one  mile  from  the 
centre  of  the  town.  The  works  consist  of  (1)  receiving  tanks,  (2) 
six  precipitating  tanks,  (3)  three  weirs,  (4)  two  storm  filter  beds, 
(5)  six  filter  beds,  (6)  one  burnt  clay  bed,  (7)  six  sludge  beds,  (8) 
destructor.  The  precipitate  used  is  alumino-ferric,  the  cost  of  which 
is  approximately  £300  per  annum.  The  effluent  after  filtration 
through  the  prepared  filter  beds  is  discharged  into  the  beck  adjoin- 
ing, which,  after  a course  of  one  mile,  joins  the  River  Aire.  Surface 
water,  as  far  as  possible,  is  excluded  from  the  sewers,  and  house 


drains  efficiently  trapped.  The  works  are  not  now  efficient  to  deal 
with  the  present  amount  of  sewage,  and  a scheme  of  extension  was 
approved  by  the  Local  Government  Board  in  1916.  This  was  held 
up  partly  by  the  enhanced  cost  and  partly  by  the  fact  that  negotia- 
tions were  in  progress  with  the  Bradford  Corporation  for  the  recep- 
tion and  treatment  of  the  sewage  at  the  Bradford  Works,  but,  as 
these  proved  abortive,  the  original  scheme  has  been  reverted  to,  the 
sanction  for  a loan  of  £14,500  being  received  November  2nd. 

Sanitary  Work. 

At  the  close  of  last  year  16  nuisances  remained  to  be  dealt  with  ; 
78  were  reported  during  the  year,  and  38  legal  notices  served  ; 80 
have  been  remedied,  leaving  14  still  to  be  dealt  with.  Details  are 
enumerated  in  Mr.  Battye’s  Report.  Three  thousand  two  hundred 
gullies  were  cleaned  and  flushed  three  times  during  the  year.  The 
19  cowsheds  housing  220  milk  cows,  the  6 slaughter-houses,  and  the 
workshops  and  workplaces  inspected.  Five  milk  vendors  are  regis- 
tered. Twenty-eight  new  water-closets  have  been  provided,  and  33 
privies  converted  into  water-closets.  Special  attention  is  given  to- 
the  removal  of  offal  from  the  slaughter-houses,  fish-frying  premises 
and  greengrocers.  Three  notices  were  served  on  slaughter-house 
owners,  2 for  whitewashing  and  cleansing  and  1 for  the  want  of  a 
proper  receptacle  for  offal,  6 on  occupiers  of  fried  fish  shops  for 
structural  defects  and  want  of  whitewashing  and  cleansing,  three 
on  occupiers  of  cowsheds  regarding  sanitary  and  structural  defects- 
and  air  space.  Attention  is  given  to  the  necessity  of  cleansing  the 
udders  and  wearing  apparel  of  the  milkers.  Nineteen  smoke  obser- 
vations were  taken  and  four  notices  served.  In  this  matter  there 
has  been  improvement.  It  is  proposed  to  provide  means  of  escape 
in  case  of  fire  at  premises  occupied  by  Messrs.  J.  Thornton  and  Co., 
Nunroyd  Mills.  The  old  Ings  Inn  has  been  converted  into  two  cot- 
tages, and  four  back-to-back  houses  in  Town  Street  are  being  con- 
verted into  two  through  houses.  Each  week  since  April  the  car- 
cases of  the  beasts  killed  and  dressed  in  the  slaughter-houses  were 
inspected  by  me. 

Housing  and  Town  Planning  Act,  1909. 

One  hundred  and  seventeen  houses  were  inspected  during  the 
year,  details  of  which  are  given  in  Mr.  Battye’s  Report.  Fifty-four 
notices  were  served,  and  proved  effectual.  No  houses  were  built 
by  the  Council,  but  30  were  erected  privately.  Eight  acres  of  land 
were  obtained  by  the  Council  in  1920,  and  12  houses  built  in  1921. 
Negotiations  are  in  progress  for  the  disposal  of  a portion  of  the  land. 
The  Ministry  of  Health  has  approved  the  Council’s  scheme  for  the 
erection  of  75  houses  eligible  for  assistance  under  the  Housing 
Scheme  ; 28  received  the  qualification  certificate,  and  28  have  re- 
ceived the  certificate  of  completion,  the  selling  price  of  the  houses 
not  to  exceed  £600.  Approval  has  been  given  for  the  erection  of  18 
houses  by  the  Council  under  the  1924  Act.  The  older  houses  in  the 
district  are  substantially  built  of  stone,  dry,  well  lighted  and 
drained  ; those  of  more  recent  construction  are  mostly  of  brick. 

River  Pollution. 

With  the  exception  of  a few  outlying  houses  and  farmsteads,  the 
sewage  of  the  whole  of  the  district  is  dealt  with  at  the  works. 


II 


General  Survey,  1921-25. 

At  the  1921  Census  the  number  of  houses  was  1,283,  and  the  popu- 
lation 5,353.  The  estimated  population  for  1925  I make  5,540,  and  the 
number  of  houses  1,345,  an  increase  respectively  of  187  and  60.  Dur- 
ing 1923  the  Waterworks  undertaking  was  taken  over  by  the  Council 
from  the  Company,  a bore-hole  sunk,  pump  established,  and  a new 
length  of  main  laid  from  the  Moor  down  Fairy  Dell  and  along  Ings 
Lane.  The  following  lengths  of  new  main  have  been  laid  since 
1921  : 627  yards  of  Sin.  and  598  yards  of  2in.  have  been  replaced  by 
3in.  At  the  sewage  works  six  filter  beds  have  been  relaid.  The  fol- 
lowing lengths  of  sewers  have  been  laid  by  the  Council  : 547  yards 
9in.  and  127  yards  6in.,  and  by  private  owners  310  yards  10in.,  144  of 
9in.,  1,964  of  6in.,  and  2,102  yards  of  4in.  One  hundred  and  seven 
privy  closets  have  been  converted  into  water  closets.  The  lay-out  of 
the  Cemetery  was  completed  in  1923.  The  arrangements  for  the 
treatment  of  infectious  disease,  tuberculosis  and  venereal  disease, 
hospital  accommodation  and  nursing  are  as  in  1921,  and  are  specified 
in  the  body  of  this  report. 

Factory  and  Workshops  Act,  1901. 

There  are  in  the  district  the  following  Workshops  and  Work- 
places Dressmakers  6,  Bootmakers  8,  Bakers  12,  Cycle  Repairers  2, 
Motor  Repairers  3,  Tailors  6,  Tinners  1,  Cabinet  Makers  1,  Plumbers 
4,  Milliners  4,  Saddlers  2,  Masons  4,  Joiners  4,  Oil  Extractors  1,  Black- 
smiths 1,  Carbonisers  1.  Rag  and  Waste  Sorters  3,  Printers  2,  Watch 
Repairers  2,  Engineer  Workshops  3. 

The  dimensions  of  all  the  Workshops,  with  the  number  of  em- 
ployees, are  registered.  They  have  been  inspected  during  the  year 
and  found  to  be  in  the  following  condition  as  regards — 

Cleanliness.  Clean  and  free  from  effluvia. 

Air  Space.  Equal  to  250  cubic  feet  for  day  work  and  400  for  night 
work. 

Ventilation.  Satisfactory. 

Drainage  of  Floors.  The  only  floors  liable  to  be  wet  are  the 
blacksmiths,  the  one  has  satisfactory  floors. 

Sanitary  Accommodation.  Efficient. 

There  are  two  underground  Bakehouses,  which  were  in  exist- 
ence prior  to  the  passing  of  the  Act,  and  they  are  registered.  No 
outwork  is  given  out. 


Form  572. 

Inspection  of  Factories,  Workshops  and  Workplaces,  including 
inspections  made  by  the  Sanitary  Inspector  and  Inspector  of  Nui- 
sances : — 

Workshops  70 

Registered  Workshops,  including  12  Workshop  Bakehouses  70 
Underground  Bakehouses  2 

I am,  Gentlemen, 

Your  obedient  servant. 

W.  H.  CHEETHAM,  M.D.,  D.P.H. 


Guiseley.  January  9th,  1926. 
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SANITARY  INSPECTOR’S  REPORT 


For  the  Year  ending  December  31st,  1925. 


Gentlemen, 


I beg  to  submit  my  report,  as  Inspector,  for  the  year  1925  as 
follows  : — 


Scavenging. 

During  the  year  2,900  loads  have  been  removed  from  ashpits 
and  ashbins.  The  carting  has  been  done  partly  by  contract  at  1/7 
per  hour  and  on  the  West  Side  of  the  Town  at  14/-  per  day.  This 
is  supplemented  by  the  Council’s  owm  horses  and  carts,  special 
attention  is  paid  to  the  removal  of  all  offal  from  Slaughter  Houses, 
Fish  Frying  premises  and  Greengrocers,  thus  avoiding  any  accumu- 
lation of  decomposing  matter  which  would  cause  a nuisance. 


There  are  at  present  227  privies  in  the  District. 

No.  of  fixed  receptacles  161 

No.  of  unfixed  receptacles  425 

No.  of  water  closets,  January,  1925  545 

No.  of  privies  converted  into  W.C.'  s 33 

No.  of  water  closets  added  28 

Present  total  of  W.C.’s  606 

The  conversion  of  all  privies  in  Morton  Terrace  and  Belle  Vue 
Terrace  has  removed  a long  standing  nuisance.  All  the  private 
gullies,  numbering  3,200,  are  cleaned  out  3 times  a year  and  a thor- 
ough inspection  made  for  the  purpose  of  finding  any  Sanitary  or 
Structural  defects. 

Slaughter  Houses. 

During  the  year  3 Notices  have  been  served,  2 for  whitewashing 
and  cleansing  and  1 for  want  of  proper  receptacle  for  offal.  At  pre- 
sent there  are  only  6 slaughter-houses  which  are  to  be  re-licensed 
and  re-numbered  ; 6 persons  are  now  using  2 slaughter-houses, 
which  is  an  aid  to  inspection  and  supervision. 

Offensive  Trades. 

There  are  now  7 fish  frying  places  which  are  periodically  in- 
spected and  proper  arrangements  made  for  the  removal  of  any  waste 
matter.  During  the  year  6 notices  have  been  served  for  structural 
defects  and  want  of  white-washing  and  cleansing  of  places  used  for 
the  storage  and  cleaning  of  fish  and  potatoes,  all  of  which  have 
been  remedied. 

Cowsheds. 

During  the  year  3 notices  have  been  served  under  the  Cowsheds 
and  Dairies  Act  for  sanitary  and  structural  defects  and  to  provide 
sufficient  air-space  for  the  number  of  cows  kept  or  reduce  the  num- 
ber so  as  to  conform  with  the  Council’s  Bye-Laws  and  Regulations. 
Efforts  are  being  made  to  induce  milk  producers  to  take  the  precau- 
tion of  cleansing  the  udders  of  cows  before  commencing  milking, 
with  a view  to  the  production  of  clean  milk. 
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Nuisances. 

The  number  of  notices  served  during  the  year  was  38,  which 
comprised  78  nuisances.  These,  with  the  16  left  over  from  last  year, 
make  a total  of  94.  Of  this  number  80  have  been  remedied,  leaving 
14  nuisances  to  be  dealt  with.  The  details  of  the  nuisances  are  as 
follows  : — 


Conversion  of  privies  into  w.c.’s  33 

Damp  house  walls  2 

Defective  drainage  3 

Insufficient  ashbins  2 

Dangerous  chimneys  2 

Dangerous  outbuildings  2 

Dangerous  iron  railings  i 

Defective  foundations  1 

Defective  bedroom  ceilings  1 

Defective  bedroom  staircase  1 

Dangerous  house  wall  2 

Defective  sink  stone  2 

,,  party  wall  1 

,,  window  bottom  2 

,,  sink  waste  pipes  9 

,,  bedroom  floor  2 

,,  fall  pipes  2 

,,  gutters  3 

,,  house  roof  2 

,,  windows  1 

,,  kitchen  floors  1 

Want  of  white-washing  and  cleansing  1 

Accumulation  of  rubbish  1 

Defective  skylight  1 

Total  78 


Sewerage  and  House  Drainage. 

During  the  year  the  Council  have  extended  the  sewer  in  Back 
Lane,  near  Cuddy  Hill,  for  47  lineal  yards  for  the  drainage  of  three 
subsidy  houses. 

Private  owners  have  constructed  the  following  drains  for  the 
drainage  of  new  houses,  etc.  : — 

24  yards  of  9in.  glazed  earthenware  pipes. 

.164  yards  of  6in.  glazed  earthenware  pipes. 

802  yards  of  4in.  glazed  earthenware  pipes. 

Eighty  short  connections  have  been  passed  for  water  closets, 
baths  and  conversion  of  privies  which  are  not  included  in  the  above 

measurement. 


Smoke  Nuisances. 

During  the  year  19  smoke  observations  have  been  taken  and  4 
notices  served  on  mill  owners  to  abate  the  nuisance.  There  is  no 
doubt  that  there  has  been  some  improvement,  but  there  are  still  oc- 
casions when  the  stokers  appear  to  be  at  fault,  and  a word  of  caution 
is  given  supplementary  to  any  notice  which  is  served. 
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Factory  and  Workshops  Act. 

The  Factories  and  Workshops  have  been  periodically  inspected 
and  a return  obtained  showing  the  sanitary  accommodation  pro- 
vided, with  a view  to  keeping  such  accommodation  within  the  re- 
quirements of  the  Act. 

A notice  has  been  received  from  the  Factory  Inspector  stating 
that,  in  his  opinion,  there  are  insufficient  means  of  escape  in  case  of 
fire  at  the  premises  occupied  by  Messrs.  J.  Thornton  and  Co.,  Nun- 
royd  Mills.  After  an  inspection  and  report,  the  Council  have  given 
the  owners  31  days’  notice  to  provide  sufficient  means  of  escape  in 
case  of  fire.  The  owners  have  intimated  that  it  is  their  intention  to 
submit  a plan  of  the  proposed  means  of  escape  for  the  approval  of 
the  Council. 


Inspections  under  the  Housing  Acts,  1909  and  1925. 

During  the  year  the  number  of  houses  inspected  was  ...  117 


Found  satisfactory  63 

No.  of  representations  to  the  Council  54 

No.  of  legal  notices  served  54 


Under  the  Housing  Act,  1909,  5 notices  were  served  ; left  over 
from  last  year,  7 ; making  a total  of  12.  Under  the  Housing  Act, 
1925,  26  notices  were  served,  and  23  under  the  1875  Act,  making  the 
total  number  of  notices  under  these  Acts  54.  These  comprised  65 
nuisances,  of  which  50  have  been  remedied,  leaving  15  under  the 
1925  Act  to  be  dealt  with.  All  the  nuisances  were  of  a minor 
character. 

The  most  important  improvements  during  the  year  have  been 
the  reconstruction  of  Ings  Inn  into  two  modern  cottages,  the  old 
structure  being  in  a dangerous  condition  and  lacking  in  sanitary 
arrangements,  and  the  conversion  and  reconstruction  of  the  four 
back-to-back  houses  Nos.  11,  13,  15  and  17  Town  Street,  which  had 
many  sanitary  and  structural  defects,  into  two  through  houses. 

The  following  are  the  details  of  the  nuisances  found  under  these 
Acts  : — 


1909  Act. 


Defective  house  roof  3 

,,  gable  end  2 

,,  bedroom  floor  1 

,,  kitchen  ceiling  1 

,,  outbuildings  1 

,,  kitchen  walls  1 

,,  gullies  1 

,,  house  wall  1 
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1925  Act. 

Dangerous  attic  steps  

Defective  sink  waste  pipes 
,,  bedroom  floors 

,,  house  roof  

skylight  

,,  scullery  walls 

Dangerous  step  

Defective  house  wall  

,,  chimney  

fall  pipes  

,,  party  walls  

Insufficient  ashbins  

Defective  gutters  

,,  ventilation  of  w.c. 

,,  scullery  floors 

.,  attic  windows 

,,  attic  ceiling  

Dangerous  bedroom  stairs 

Defective  privy  roof  

,,  bedroom  walls 

,,  scullery  roof 

,,  sinjc  stone  

,,  ashpit  door  

,,  privy  seat  

,,  bedroom  ceiling 


I am, 

Yours  respectfully, 

JOE  BATTYE. 
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6th  January,  1926. 
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